Audit Review of Government Contracts 

1 Treasury Place, Melbourne 
GPO Box 4912 W, Melbourne Victoria 3002 
Telephone: (03) 9651 2760 

Facsimile: (03) 9651 5576 


6 March 2000 


Mr David Griffiths 
Chairman 

Co-operative Federation of Victoria Ltd 
P.O. Box 356 

BEECHWORTH VIC 3747 


Dear Mr Griffiths 


AUDIT REVIEW OF GOVERNMENT CONTRACTS 


Thank you for your submission of 29 February 2000. 

I acknowledge the points raised in your submission but regretfully the issue of the co- 
operative option is outside the terms of reference of the Review. 


Yours sincerely 


Professor Bill Russell 
Chairman 
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